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ACCEPTED VENDORS: 
INTERSTATE CONNECTING COMPONENTS 
120 MOUNT HOLLY BYPASS 
LUMBERTON NJ 08048 
(888) 881-5420 


VENDOR P/N: 206433-1 


MANUFACTURER: 
TE CONNECTIVITY AMP CONNECTORS 


MATERIAL: PA66 
NUMBER OF POSITIONS: 8 
CONTACT SIZE: 20 
RATINGS MET: UL94 V-0 
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NOTE: 
This drawing defines the overall geometry and performance specifications of the 
part/assembly, and constitutes the acceptance criteria thereof. Only the item(s) described in 
this document procured from the vendor and/or manufacturer listed hereon are approved for 
use. A substitute item shall not be used without prior approval. Conformance of hardware to 
these requirements is acceptable in lieu of vendor and/or manufacturer documentation. 
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